BRUTON  PARISH  CHURCH,  Williamsburg,  Vir- 
ginia. Built  1710  -  1715,  it  was  the  court  church 
of  the  English  Colony.  One  of  the  most  historic 
churches  in  America  because  of  its  unparalleled 
association  with  the  great  men  of  Virginia's 
"golden  age". 
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